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MEMORANDUM FOR: Director of Central Intelligence 

FROM : George L. Cary 

Legislative Counsel 


SUBJECT : Status of Wiretap Bill, "Foreign Intelligence 

Surveillance Act of 1976" 


1. The Senate bill, S.3197, was reported out of the 
Subcommittee on Criminal Laws and Procedures, Senate Judiciary 
Cbirmittee, on April 2. The full Committee is scheduled to meet 
this week on the bill but so far there is no formal action 
scheduled. 

2. The House version of the bill, H.R. 12750, currently 
is before the Subcommittee on Courts, Civil Liberties, and the 
Administration of Justice, House Judiciary Committee. Two days 
of hearings were held last week but no further action has yet 
been scheduled. 


'SXSiS?:. 

George L. Cary 
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